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MB^K)RANI)^IM FOR? 
SUBJECT ; 


Deputy Director for Science I Tecliaology 

Ceiling Positions for the Office of Joint 
CoBputer Support 


Carl : 


3TATINTL 


know, we have been wrettling with the 
i|u#ftioji of both positions end noney for the eight OJCS 
located in rerious DD/S|T offices, Tou were 
aware of this proble* to provide us with 
Iw llrs these individuals during Fiscal 

2. ffe have endeavored to resolve the slottina 

result of our owt efforts, 

QJC? Jn an additional three positions to 

OJCS to partially cover the requireuent. Unfortunately, 
this is as far as our requireaents will perait us to go! 

rolateresting yourself in 
there is soue possibility within 
of locating and transferring to us the 
additional celling positions. Under the 
exist^g single celling concept, we would bo happy to 
accept contract as well as staff ceiling or a aliture of 


Joim F. Blake 
Deputy Director 
for 

Administration 


Distributions 
Orlg, II- 

1 - 
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1 - 

AR-DD/ 

Rewr i t 


Adse 

DD/A Subject 
DD/A Chrono 
JFB Chrono 
GFD Chrono 
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